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E. O. 11652: N/A 
TAGS: TECH, ENRG 

SUBJECT: LICENSING EOR NUCLEAR MATERIALS 

REE: EC BRUSSELS 04749 

1. EMBOEF DISCUSSED THE SHIPMENT OF HIGHLY ENRICHED 
URANIUM (HEU) REQUIRED FOR THE AVR AND THTR IN FRG 
WITH RESPONSIBLE OFEICIALS OF TECHMIN. TECHMIN REPS 
CONFIRMED EACT REPORTED REFTEL THAT EUEL SHIPMENT 
MUST REACH NUKEM BY MID- JUNE TO PRECLUDE 
CURTAILMENT OF "TENNIS BALL" EUEL ELEMENT FABRICATION 
FOR WANT OF WORKING STOCK. 

2. CITING STRONG ASSURANCES BY NRC COMMISSIONERS 
KENNEDY AND GILENSKI TO TECHMIN PARLIAMENTARY STATE 
SECRETARY HAUFE DURING THE LATTER'S RECENT VISIT 
THAT THE EXPORT LICENSES WOULD BE GRANTED FOR THE HEU 
IN QUESTION, THE TECHMIN REPS EXPRESSED NO ANXIETY 
ABOUT ULTIMATELY RECEIVING THE SHIPMENT. 

HOWEVER, THE TECHMIN REPS REPORTED THAT THERE HAD 
BREN NO INDICATION THAT AN EXPORT PERMIT HAD BEEN 
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GRANTED OR A DEFINITE DATE BY WHICH ONE COULD BE 
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